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In presenting our catalogue for 1899- 1900, we call attention of our patrons to many new and original designs and 
devices, embracing the most desirable and up-to-date features of the high grade clock of to-day, and embodying the 
latest improvements that the ablest mechanical skill has been able to devise, while retaining and improving the hitherto 
unexcelled quality of finish and workmanship which have made the Ingraham Clock so justly celebrated in the past. 

Among the features illustrating the rapid advancement made and the height ot perfection attained by this Company 
in the manufacture of Imitation French Marble Clocks may be mentioned the SUPERB FINISH OF THE CASES, 
our NEW MOVEMENT, CAST SASH, PORCELAIN DIAL, HALF-HOUR CUP BELL, INGRAHAM REGULATOR 
etc., which, together with those well-known and distinctive features which have proved so popular and satisfactory in 
the past, have raised the standard of our goods far above the category of the ordinary cheap American clock. 

Many new designs have been added to our already large variety of Imitation French Marble, and Oak Cabinet, 
Hanging and Mantel Clocks, thus giving to our patrons a most complete line of goods from which to make 
selections. 

Our Oak Cases are varnished by immersion, thoroughly coating the case inside and out, which makes an extremely 
homogeneous and beautiful finish. Our Enameled (Imitation French) Cases, we guarantee to equal in durability and 
finish the finest imported cases. Every clock is run and thoroughly tested before it leaves the factory, and with 
proper usage, is warranted a correct time-keeper. 

We solicit your further patronage, and shall continue, as we have in the past, to produce clocks that, quality 
considered, are the cheapest in the market. 

THE E. INGRAHAM COMPANY. 
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All Oak and Walnut Mantel Clocks packed six in a box. 

Drop Octagon and Dew Drop Clocks packed six in a box. 

All other Hanging Clocks packed singly. 

When Clocks are packed regularly six in a box, an additional charge of five cents net 
per clock is made for packing singly. 

All Enameled and Marbleized Clocks (except Wizard, Rex, Count and Rival, which are 
packed four in a box) packed singly. 

Midget Marbleites packed forty-eight in a box. 

Bristol Nickel Time and Alarm packed fifty in a box. 
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MIDGET, No. \. 

(Marbleite.) 



MIDGET, No. 2. 

(Marbleite.) 




Height, 9 Inches, 3 Inch Porcelain Dial. 

One Day Time, .... 

One Day Time, Alarm, 




Height, 7 Inches, 3 Inch Porcelain Dial. 

.20 One Day Time, .... $3.20 

.50 One Day Time, Alarm, .... $3.50 
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Eight Day. 



Half Hour. 



Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



CUTE. 

Slow Strike. Cathedral Gong. 




Height, ti Inches. Width, JO Inches. 



Patent Regulator. 
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Eight Day. 



Half Hour. 



PEARL. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, U Inches. Width, 10 Inches. 



.00 
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Eight Day. 



Half Hour. 



BUDGET. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



Width, 10 Inches. 



$7.00 
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Eight Day. 



Half Hour. 



ACORN. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. Length of Base, \2\ Inches. 



17 50 
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SAVANT. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong 




Dial, 5 Inches. 



Height, JO Inches. 



Patent Regulator. 



Cast Sash, Porcelain Dial, 



$7.50 
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LUSTRE. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 




Dial, 5 Inches. 



Height, 10 Inches. 



Patent Regulator. 



Cast Sash, Porcelain Dial, 



$7.75 
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Eight Day. 



Half Hour. 



Dial, 4 Inches. 
Cast Sash, Porcelain Dial, 



IMPERIAL. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Height, ft Inches. Length of Base, 14 Inches. 



$12.00 
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Eight Day. 



Half Hour. 



Dial, 4 Inches. 
Cast Sash, Porcelain Dial, 



GRENADA. 

Slow Strike. Cathedral Gong. 




Patent Regulator. 



Height, \\\ Inches. Length of Base, \\\ Inches. 



$11.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



FAWN. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 4 Inches. 
Cast Sash, Porcelain Dial. 



Height, 9f Inches. Length of Base, J 2 Inches. 



19.00 



14 
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Eight Day. 



Half Hour. 



GAZELLE. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 4 Inches. 
Cast Sash, Porcelain Dial. 



Height, 9 \ Inches. 



Length of Base, J4£ Inches. 



110.00 
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Eight Day. 



Half Hour. 



MURAL. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\\ Inches. 



i6 
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DRYAD. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, m Inches. 



18.25 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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MARBLEITE, No. 2. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



Patent Regulator. 



$7.00 
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Eight Day. 



MARBLEITE, No. 3. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



£7.00 
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Eight Day. 



MARBLE1TE, No. 4. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



.00 
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Eight day. 



MARBLEITE, No. 5. 

Half Hour. Slow Strike. Cathedral Gong. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, J J inches. 



Patent Regulator. 



*7.00 
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Eight Day. 



MARBLEITE, No. 9. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\\ Inches. 



*8.25 
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Eight Day. 



MARBLEITE, No. 10. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cash Sash, White or New Fancy Dial, 



Height, \\\ Inches. 



.25 



FLORENCE. 



Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




Height, 20 Inches. 
Cast Sash, White or New Fancy Dial, 



Width, 9 Inches. 



$9.00 



24 
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Eight Day. 



BRAZILIAN, No. J. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 10 Inches. Length of Base, \2\ Inches. 

Cast Sash, Porcelain Dial, .......... 

This clock is an excellent imitation of Green Brazilian Onyx. 



$9.50 
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Eight Day. 



BRAZILIAN, No. 2. 

Half Hour. Slow Strike. Cathedral Gonc 




Patent Regulator. 



Dial, 5 Inches. 

Cast Sash, Porcelain Dial, 



Height, J2| Inches. 



^i--tJl i :,JlJl^iiJiL.i'', i ;: : !iliiii 

Length of Base, 13| Inches. 



$11.00 



This clock is an excellent imitation of Green Brazilian Onyx. 



26 
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Eight Day. 



Half Hour. 



WIZARD. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, 101 Inches. Length of Base, JO Inches. 

This clock packed four in a box. 



.40 
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REX. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 

Cash Sash, White or New Fancy Dial, 



Height, J Of Inches. Length of Base, 10 Inches. 



.25 



This clock packed four in a box. 



28 
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RIVAL. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 




Height, II Inches. 

Cast Sash, White or New Fancy Dial, 



Length of Base, 12 Inches. 



Patent Regulator. 



$7.25 
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Eight Day. 



COUNT. 

Half Hour. Slow Strike. Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \2\ Inches. Length of Base, JO Inches. 

This clock packed four in a box. 



17.90 



3° 
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ALAMO. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, . 



Height, 9\ Inches. 



Length of Base, J4| Inches. 



$7.75 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



FOCUS. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, \\ Inches. Length of Base, 15 Inches. 

Cast Sash, White or New Fancy Dial, ........ 



57.95 



32 
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Eight Day. 



Half Hour. 



VERNAL. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, Porcelain Dial, 



Height, 10 Inches. Length of Base, J2£ Inches. 



$7.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



JEWEL. 

Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, J Of Inches. 



Length of Base, 16 Inches. 



$8.10 



34 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour. 



LANCET. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, ii Inches. 



Length of Base, J7| Inches. 



$8.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



REGENT. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. Length of Base, J7£ Inches. 



$8.20 



36 
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Eight Day. 



ADRIAN. 

Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 11 Inches. 



Length of Base, 17£ Inches. 



18.50 



Eight Day. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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MONARCH 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, 12 Inches. 



Length of Base, \1\ Inches. 



$9.50 



THE E. TNGPAHAM COMPANY, BRTSTOT , CONN. 



Eight Day. 



Half Hour. 



GALATEA. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

Cast S-ish ; White or N«_vv Fancy Dial, 



Height, \\ Inches. 



Length of Base, M\ Inches. 



#8 50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



LUZON. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



Length of Base, J5j Inches. 



18 20 



40 
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Eight Day. 



Half Hour. 



LEGION. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, J 2 Inches 



Length of Base, 15 Inches. 



$9.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



LEVANT. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, \\\ Inches. 



Length of Base, 14 Inches. 



$9.00 



42 
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REVERIE. 



Eight Day. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 9 Inches. 



Length of Base, J5j Inches. 



18.95 



TTTE E. IXGRATTAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



SYMBOL. 

Half Hour. Slow Strike. Cathedral Gong. 



Dial, 5 Inches. 
Cast Sash, Porcelain Dial 



Patent Rkgulator. 




Height, 12 V Inches. Length of Base, J3i Inches. 



$9 .00 



44 
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METER. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, U Inches. 



Length of Base, J7| Inches. 



$9.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



Dial, 5 Inches* 
Cast Sash, White or New Fancy Dial, . 



ADLER. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Height, H Inches. 



Length of Base, 15 Inches. 



19.50 



46 
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IRIS. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches* 
Cast Sash, White or New Fancy Dial, 



Height, JO Inches. 



Length of Base, J5i Inches. 



I9.5Q 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



ARGAND. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, J Of Inches. 



Length of Base, \&\ Inches. 



$9.50 



4 8 
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CORONET. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or New Fancy Dial, 



Height, 10 Inches. 



Length of Base, \b\ Inches. 



19.60 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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VICTOR. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Height, 10 Inches. 
Cast Sash, White or New Fancy Dial, 



Length of Base, M\ Inches. 



110.00 



5" 
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MEDAL. 



Eight Day. 



Half Hour. 



Slow Strike . 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 10 Inches. 



Length of Base, 15 Inches. 



110.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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MAGNET. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 10 Inches. Width, 15 Inches. 



110.00 
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Eight Day. 



Half Hour. 



GALAXY. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cait Sash, White or New Fancy Dial, 



Height, \\\ Inches. 



Length of Base, \6\ Inches. 



110.00 



THE E. TNGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



SAN MARCO. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, J0| Inches. 



Length of Base, J5| Inches. 



$9.50 



54 
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OLYMPUS. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 10 Inches. Length of Base, 16 Inches. 

Cast Sash, White or New Fancy Dial, ...... 



$9Ao 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



MONOGRAPH. 

Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, \\ Inches. 



Length of Base, J 7 Inches. 



$10.25 



56 
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Eight Day. 



Half Hour. 



TRITON. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 
Cait Sash, White or New Fancy Dial, 



Height, (I Inches. Length of Base, 16 Inches. 



110.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



57 



ERMINIE. 



Eight Day. 



Half Hour. 



Slow Strikk 




Patent Rigulatok. 



Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 9 J Inches. 



Length of Base, 15 ) Inches. 



Jiu.jo 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour. 



CYCLE. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, i I Inches. 



Length of Base, 14? Inches. 



110.75 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



RAVEN. 



59 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 12 Inches. 



Length of Base, 15 Inches. 



Ill 30 



6o 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



COLUMBUS. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or New Fancy Dial, 



Height, 10 Inches. Length of Base, 16 Inches. 



110.80 



THE BRISTOL. 

NICKEL ALARM. 




Dial, 4^ Inches. Height, 6\ Inches. 

To take this Clock apart unscrew Ring and Feet. The Illustration is Life Size. 

Alarm, . . . . . . . . . $1.65 



THE BRISTOL. 



NICKEL TIME. 




Dial, A\ Inches. 



Height, 5? Inches. 



To take this Clock apart unscrew Ring and Feet. 

The Illustration is Life Size. 



Time, 



$1.40 



CABINET OAK AND WALNUT 



VISIBLE PENDULUM 



SPRING CLOCKS. 



IN ASSORTED BOXES. 



All Walnut and Oak Mantel Clocks Fitted with Cathedral Gongs 
or Alarms at ^o Cents Additional List. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet* No* 13* 

Antique Oak. Visible Pendulum. 
EIGHT Day Half HOUR. Slow Stuikk. 

C.\ THKDRAT. GONG. PATENT REGULATOR 




Dial, 5 Inches. Height, J5£ Inches. 
Cast Sash, White or New Fancy Dial, . . 15.00 



Cabinet, No* 14* 

Antique Oak. Visible Pendulum. 
Bight Day. Half Hoik. Slow Strikr. 

riTieiiiMi, Oo\i; PaTKNT Rk.OITJ.ATOH 











Dial, 5 Inches. Height, 15\ Inches. 

Cast Sash, White or new Fancy Dial, . , $5.00 



Fitted with Alarms, 50 cents additional list. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet, No* 15* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour Slow Strike. 
Cathedral Gong. Patent Regulator. 




wmmmmmmmmBB 




Cabinet, No* 16* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 
Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, \5h Inches. Dial, 5 Inches. Height, J5£ Inches. 

Cast Sash, White or Fancy Dial, . . . $5.00 Cast Sash, White or Fancy Dial, . . . $b 00 

Fitted with Alarms, 50 cents additional list. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet, No* \ 7* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Striks 

Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, J5| Inches. 

Cast Sash, White or Fancy Dial, . . . $5.00 



Cabinet, No. 18. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Goxg. Patent Regulator. 



WM- 



fh 
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_ ^ 







Dial, 5 Inches. Height, \5\ Inches. 
Cast Sash, White or Fancy Dial, . . . $5.00 



Fitted with Alarms, 50 cents additional list. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet A* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




Cabinet B* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator 




MliimiillililllJJiililiJJiiiiiiiiiiiiiiiJiiiiMiffFM 



Dial, 5 Inches. Height,- 151 Inches. Dial, 5 Inches. Height, 15^ Inches. 

Cast Sash, White or Fancy Dial, . . . #5.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarms, 50 cents additional list. 



$5.25 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet C* 



Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strikk. 

Cathedral Gong. Patent Regulator. 




Cabinet D* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike 

Cathedral Gong. Patent Regulator. 




PpiUiiJiiliJlliiJiJiiiii] 

SWIM 



IMMMMMMMmmMMMth 



Dial, 5 Inches. Height, J5| Inches. Dial, 5 Inches. Height, \5\ Inches. 

Cast Sash, White or Fancy Dial, . . . $5.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarms, 50 cents additional list. 



$5.25 



7° 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet E* 

Antique Oak. Visible Pendulum. 

Eight Day. Ham Hon;. Slow Strike. 

Cathkdral Gong. Patent Regulator. 




Cabinet F* 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




t%JgaJafaW?Mjt^^T£T*ai&^^ 



■Ai+iaA 



Dial, 5 Inches. Height, \5h Inches. 



Dial, 5 Inches. Height, 15 \ Inches. 
Cast Sash, White or Fancy Dial, . . #.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarms, 50 cents additional list. 



85.25 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet, No* 1 \ 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




Ingraham Calendar. 

Walnut. 




Dial, 5 Inches. Height, J5| Inches. Time Dial, 6 In. Calendar Dial 8 In. Height, 21 \ In. 

Cast Sash, White or New Fancy Dial, . . $5 25 Eight Day, Time, ..... $10.50 

Fitted with Alarm, 50 cents additional list. Eight Day, Strike, Gong, .... 11.50 



ARMY AND NAVY. 

M'KINLEY— OAK. MAINE— OAK. 




Dial, 6 Inches. 

)ight I )ay, Strike, 



Height, 23 Inches. DiaI> 6 Inches , 

RIO Eight Day, Strike, . 
Fitted with Alarms or Gongs, 50 cents additional list. 




Height, 23 Inches. 



$4.10 



ARMY AND NAVY. 

DEWEY— OAK. LEE— OAK. 
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Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

14.10 Eight Day, Strike, ..... $4.10 

Fitted with Alarms or Gongs, 50 cents additional list. 
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ARMY AND NAVY. 

PEACE— OAK. EMBLEM— OAK. 




Dial, 6 Inches. 
ight Day, Strike, 




Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

$4.10 Eight Day, Strike, .... 

Fitted with Alarms or Gongs, 50 cents additional list. 



$4.10 



FLOWER ASSORTMENT. 

ROSE-WALNUT. LILY-OAK. 



75 





Dial, 6 Inches. 
Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

$3.65 Eight Day, Strike, .... . $3.65 

Fitted with Alarms or Gongs, 50 Cents Additional List. 



7 6 



FLOWER ASSORTMENT. 

TULIP— WALNUT. VIOLET— OAK. 



i^M 




Dial, 6 Inches. 
Eight Day, Strike, . 




Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

$3.65 Eight Day, Strike, .... 
Fitted with Alarms or Gongs, 50 cents additional list. 



#3.65 



FLOWER ASSORTMENT. 

LILAC— WALNUT. DAHLIA— OAK. 



77 




Dial, 6 Inches. 
Eight Day, Strike, 




Height, 22 Inches. Dial, 6 Inches. 

. |3.65 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 Cents additional list. 



Height, 22 Inches. 



$3.65 
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STAR ASSORTMENT. 

AURORA— OAK. MINERVA— OAK. 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 24 Inches. Dial, 6 Inches. 

$3.80 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 24 Inches. 

$3. 80 



STAR ASSORTMENT. 

URANIA-OAK. THALIA-OAK. 



79 





Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 24 Inches. Dial, 6 Inches. 

. J . #3.80 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 24 Inches. 



$3. SO 



8o 



STAR ASSORTMENT. 

DIANA— OAK. VESTA— OAK. 





Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 24 Inches. Dial, 6 Inches. 

#3.80 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 24 Inches. 



13.80 



STAR ASSORTMENT. 

AURORA CALENDAR— OAK. MINERVA CALENDAR— OAK. 

Barometer and Thermometer. 



81 



Barometer and Thermometer. 





Dial, 6 Inches. Height, 24 Inches. Dial, 6 Inches. 

Eight Day, Strike, . ... $4.75 Eight Day, Strike, . 

We do not fit Alarms in Calendar Clocks. 



Height, 24 Inches. 



$4.75 



S2 



STAR ASSORTMENT. 

URANIA CALENDAR— OAK. THALIA— OAK. 



Barometer and Thermometer. 




Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 24 Inches. 



Barometer and Thermometer. 




$4.75 



DiaL, 6 Inches. Heig-ht, 24 Inches. 

Eight Day, Strike, . . . . $4.35 



STAR ASSORTMENT. 

DIANA— OAK. VESTA— OAK. 
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Barometer and Thermometer. 




Barometer and Thermometer. 




Height, 24 Inches. 



Dial, 6 Inches. Height, 24 Inches. Dial, 6 Inches. 

Eight Day, Strike, ..... $4.35 Eight Day, Strike, . . . $4.35 

Fitted with Gongs or Alarms, 50 cents additional list Any Oak Mantel Clock titted with Barometer and Thermometer, 55 cents additional list. 



JEWEL ASSORTMENT. 

RUBY— WALNUT. TOPAZ— OAK. 




\3lMUJ 4 ill g 
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JJjJJJJiJAUIJJUl 
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Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 23 Inches. 
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Dial, 6 Inches. 
. $4.35 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches, 



J4.35 



JEWEL ASSORTMENT. 

SAPPHIRE— OAK. JASPER— OAK. 
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Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



Dial, 6 Inches. 

$4.35 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches. 



$4.35 



JEWEL ASSORTMENT. 

ONYX— OAK, WALNUT TRIMMINGS. GARNET— OAK. 
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Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



Dial, 6 Inches. 
$4.35 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches. 



*4.35 



JEWEL ASSORTMENT. 

TOPAZ CALENDAR— OAK. CHICAGO CALENDAR— OAK. 

Barometer and Thermometer. Barometer and Thermometer. 
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Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

Eight Day, Strike, ..... $5.30 Eight Day, Strike, . 

Any Oak Mantel Clock fitted with Barometer and Thermometer, 55 cents additional list. 



$5.70 



STATES ASSORTMENT. 

IOWA— OAK. OHIO— OAK. 




mjWAwmwmmmwwmw9W)wmwwm\wm 



Dial, 6 Inches. 
Eight Day, Strike, 




Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches. 



$4.35 



STATES ASSORTMENT. 

UTAH— OAK. VIRGINIA— OAK. 



8 9 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches. 



$ J .3") 



9 o 



STATES ASSORTMENT. 

TEXAS— OAK. INDIANA— OAK. 



J^% 






gfecss 



n 







Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, 

Fitted with Alarms or Gongs, 50 cents additional list. 




Height, 23 Inches. 



. $4.85 



THE CITIES. 



9» 



NEW YORK— WALNUT. 




Dial, 6 Inches. 
Eight Day, Strike, . 



BOSTON— OAK. 




Dial, 6 Inches. Height, 23 Inches. 

75 Walnut Trimmings, Eight Day, Strike, $4.75 

Fitted with Alarms or Gongs, 50 cents additional list. 



9» 



THE CITIES. 

CHICAGO— OAK. ST. LOUIS— OAK. 




Dial, 6 Inches. 

jght Day, Strike, 



Height, 23 Inches. 




14.75 



Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



Fitted with Alarms or Gongs, 50 cents additional list. 



THE CITIES. 
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WASHINGTON— OAK. 

m 




Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 23 Inches. 



ATLANTA— OAK. 




JMdMmMm 




Dial, 6 Inches. 
#4.75 Eight Day, Strike, 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 23 Inches. 



14.75 
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INGOT. 

Walnut. 




BULLION. 

Walnut. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

$5.90 Gilt Trimmings, Eight Day, Strike, . 
Fitted with Alarms or Gongs, 50 cents additional list. 



55.90 



RONDO. 

Walnut. 




ANTLER. 

Oak. 



95 




Dial, 6 Inches. 
Eight Day, Strike, 



Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

$5.90 Walnut Trimmings, Eight r>ay, Strike, . . $5.90 

Fitted with Alarms or Gongs, 50 cents additional list. 



9 6 



AZTEC. 

Oak. 



PUCK. 





Dial, 6 Inches. 
Eight Day, Strike, . 



Height, 24 Inches. Dial, 6 Inches. 

$5.50 Eight Day, Strike, . 

Fitted with Alarms or Gongs, 50 cents additional list. 



Height, 24 Inches. 



$5.50 



DUCAT-oat. 



NEW YORK-Oak o, Wal 



nut. 
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Dial, 6 Inches. Height, 24 Inches. 

Eight Day, Strike, . . . $5.50 




W 



All Oak or Walnut Mantel Clocks fitted with a Drop Bracket when so ordered for 50 cents additional list. 
Fitted with Gongs or Alarms, 50 cents additional list. 



98 DROP OCTAGON. 



Solid Oak. 




Dial, 


12 Inches. Height, 24 Inches. 


ight Day, 


Time, .... $5.4 f> 


ight Day, 


Strike, .... 0.4;'. 


ight Day, 


Time, Calendar, . . . 5.85 


ight Day, 


Strike, Calendar, . . . 6.85 



DROP OCTAGON. 

Solid Oak. 




Dial, 10 Inches. Height, 21 Inches. 

Eight Day, io inch, Time, . . . #5 1") 

Kight Day, io inch, Strike, . . . 6.15 

Eight Day, to inch, Time, Calendar, . 5.55 

Kight Day, io inch, Strike, Calendar, . 6 55 



DROP OCTAGON. 



MILFORD. 
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Solid Oak. 



Oak or Walnut. 





Dial, 8 Inches. 

Eight Day, 8 inch, Time, . 
Eight Day, 8 inch, Strike, . 
Eight Day, 8 inch, Time, Calendar, 
Eight Day, 8 inch, Strike, Calendar, 



Height, 19 Inches. 



$4.85 
5.85 
5.25 
6.25 



Dial, J 2 Inches. 



Eight Day, Time, 

Eight Day, Strike, 



85.50 

G.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



DEW DROP. 

Imitation Rosewood and Oak Finish, 




Dial, 12 Inches. 
Eight Day, Time, 
Eight Day, Strike, . 



Height, 23| Inches. 



DEW DROP CALENDAR. 

Imitation Rosewood and Oak Finish. 




Dial, J 2 Inches. 
$5.55 Eight Day, Time, . 
6.55 Eight Day, Strike, . 



Height, 23£ Inches. 



56.18 
7.18 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



IONIC. 

Rosewood, 




Dial, 10 Inches. Height, 22 Inches. 



Eight Day, Time, 
Eight Day, Strike, 



IONIC. 

Mosaic. 




Dial, JO Inches. 



Height, 22 Inches. 



56.15 Eight Day, Time, 

7.15 Eight Day, Strike, 



$6.40 
7.40 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



LOBBY. 

Antique Oak. 




Clock for Advertising Purposes* 




THIS SPACE 

ADVERTISING. 




Dial, 12 Inches. 



Dial, 12 Inches. 



Eight Day, Time, 



19.00 



Prices furnished on application. 
Please state quantity wanted. 



HARTFORD. 



Solid Oak. 




Dial, J 2 Inches. 



Height, 32 Inches. 



Eight Day, Time, 
Eight Day, Strike, . 
Eight Day, Time, Calendar, 
Eight Day, Strike, Calendar, 



56.15 
7.15 
6.55 

7.55 



BRAZIL. 

Rosewood. 




Dial, J 2 Inches. 



Height, 32 Inches. 



Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



$8.50 
9.50 
9.25 

10.25 



BARTHOLDI. 



Oak or Walnut. 




Dial, 8 Inches. 



Height, 40 Inches. 



Eight Day, Time, 
Eight Day, Strike, 



$14.00 
15.00 



ARCTIC. 

Oak. 




Dial, 8 Inches. 



Height, 37 Inches. 



Eight Day, Time, 
Eight Day, Strike, . 
Eight Day, Time, Calendar, 
Eight Day, Strike, Calendar, 



$9.25 

10.25 

9.85 

10.85 



PACIFIC. 



Oak. 






Dial, o Inches. 


Height, 37 Inches. 




Eight Day, 


Time, 




$ 9.25 


Eight Day, 


Strike, 




10.25 


Eight Day, 


Time, Calendar, 




9.85 


Eight Day 


Strike, Calendar, 




10.85 



io8 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



DORIC. 



DORIC. 



BALTIC. 



Rosewood. 



R ose wood. — Extra. 



Rosewood. 




Height, 16 Inches. 

Eight Day, Strike, 

(jilt Colums, 25 cents additional. 

Octagon Top, 25 cents additional 




Height, 16 Inches. 




Height, 16 Inches. 



5 55 Eight Day, Strike, . $5.55 Glass Ornamented, Eight Day, Strike, $7. 25 

Gilt Columns, 25 cents additional. Rosewood, Glass Ornamented, Eight 

Octagon Top, 25 cents additional. Day, Strike, Gilt, . 7.75 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Venetian, No* 2* 

Rosewood. 



Venetian, No, 2* 

Rosewood. — Extra. 



Venetian, No* 3* 

Rosewood. — Extra. 






Height, 18 Inches. 

Eight Day, Strike, . . $7.25 

Eight^Day, Strike, Gilt Columns, 7.75 



Height, 18 Inches. 

Eight Day, Strike, . . $7.25 

Eight Day, Strike, Gilt Columns, 7.75 



Height, 16 Inches. 

Eight Day, Strike, No. 3, 
Eight Day, Strike, No. 3, Extra, 



$6.75 
6.75 



